CHAPTER IX
FIXING THE TWO CHASSIS
AFTER having placed the sketch on a stand about 4 feet and assured oneself, by means of the level, that the surface is perfectly horizontal, fix the model in the centre by means of four nails, placed near the corners, binding the nails, surface of the stand, and base of the model together with plaster in such a way that, during the progress of the work, the model cannot be moved, otherwise all the measurements would be disturbed.
Next nail to the four angles of the chassis four pieces of wood, aiJ inches long and f of an inch square. (Fig. 60.)
FIG. 60.
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